the solicitor did not oppose.     Whereupon  the trial  judge
vacated  the order and  dismissed the  proposal  for penalty.

The premises considered,   therefore,   it is ORDERED  that
(1)   the motion to approve  settlement  be,   and hereby  is,
GRANTED  and the  contest of  the  shelter  holes order   (Docket
PENN 83-225-R)   DISMISSED,    (2)   the  contest  of  the roof control
order   (Docket PENN  83-212-R)   is GRANTED,   and   (3)   the  order
is vacated and the proposal  for  the  penalty thereon  are
DISMISSED.     It is FURTHER ORDERED  that  the operator pay  the
amount of the penalty agreed upon,   $880,   allocated as
initially assessed,   on or before FXi)lay,   August  3,   1984.

B.   Kennedy
Administrative  Law Jud<
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James B. Crawford^ Esq., Office of the Solicitor, U.S. Depart-
ment of Labor, 4015 Wilson Blvd., Arlington, VA 22203
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